COROWA /CONTRACTOR 
SUBJ INFO RELATIVE TO MISSION 1849 FILM PROCESSING 
1. DIFFERENCE IM EXPOSURE TIME FOR INDEX CAMERA 
SHUTTERS IS APPROX OME STOP, PER REF. THE 
1849-1 SHUTTER WAS TIMED AT 1/417 SEC, AND THE 
1949-2 AT 1/222 SEC. 
2. BECAUSE THE PANORAMIC SLITS WERE SELECTED TO 
MAXIMIZE NORTHERN COVERAGE CAPABILITY, THE 
50-258 MATERIAL WILL GENERALLY BE MORE HEAVILY 
EXPOSED THAN USUAL. THIS SHALL BE ESPECIALLY TRUE 
FOR THOSE PASSES SOUTH OF 38 DEGREES MORTH. 
SOME ADDITIONAL S0-238 FILM SENSITIZATION MAY BE 
EXPECTED BECAUSE OF THE HIGH ON-ORBIT TEMPERATURES, 
NO SIGNIFICANT EXPOSURE EFFECT IS ANTICIPATED BECAUSE 
OF THE FMC PROGRAMMER FAILURE. 
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